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goods dry ! 



Faites naviguer 
vos marchandises 
bien au sec ! 




SEKODRY®: OUR SOLUTIONS WILL 
MATCH YOUR REQUIREMENTS 

A chaque besoin, sa solution SekoDry® ! 

• Safe absorption without water storage device 

SekoDry® is made of an absorbing powder mixture packaged in a bag that permits damp to flow in but does not leak 
This process makes SekoDry^ the only high-performance absorbing humidity cushion that never leaks. 

• Une absorption Securisee, sans reservoir d'eau 

SekoDry* est compose cfun melange de poudres absorbantes, condrbortne dans une poche permeable a fair et impermeable a I eau 
Ce procede fait de SekoOry* le seul absorbeur dT»umidite a fires haut pouvoir absorbant qui ne coute pas et ne transpire pas 

• Guaranteed long lasting safety 

A 1 kg bag of SekoDry® can absorb at least 600 gr of water and works up to 8 weeks. 
Easy to use : it can be placed anywhere. It is odourless and environment-friendly. 

• Une securite longue duree assuree 

Un sachet de 1 kg de SekoDry* peut absorber au moins 600 gr d'eau et fbnctionne jusqu'a 8 semaines. 
Facile a utiliser. $ suffit de le poser et ii ne degage aucune odeur. De plus, il ne nuit pas a renvironnement 



Patented process 



SekoDry® regulates the damp rate thanks to its patented process. 

Therefore your goods travel safely within a damp rate that fluctuates between 40 and 50 %. 
• Un procede brevete 

SekoDry* regule le taux d' humidite grace a son procede brevete. Ainsi wos marchandises voy agent en toute securite avec un taux cfhumidite ideal compris entre 40 et 50%. 




Tailor-made 

• SekoDry® Standard 

Agricultural products, petfood, perishable goods 
(tea, cocoa, green coffee...), wooden furniture, wooden statues... 

• SekoDry® Plus 

Metal products, leather or electronic goods... 

Une formule sur-mesure. 

• SekoDry® Standard 

Pour les conserves, I'alimentation animale, les denrees perissables (the, cacao, cafe vert...), 
le mobilier, les articles de decoration... 

• SekoDry® Plus 

Pour les pieces metalliques, le cuir ou I'electronique.. 




Dry 



YOUR GOODS ARE 100% PROTECTED 

WITH SEKODRY® 





RANGE OF PRODUCTS 

Gamme de produits 



International success 

Since its launching in 2002, more than 3, 000, 000 containers have been protected by 
SekoDry® all over the world, for all kinds of goods. 

Un succes international. 

Depuis son lancement en 2002, SekoDry 1 ' a protege plus de 3 000 000 containers sur les 5 continents, 
pour tous types de marchandises. 

Environment friendly product 

SekoDry® is made of only natural product and is non-hazardous for the environment. 

Un produit qui respecte I'environnement 

SekoDry® est un produit naturel et sans danger pour I'environnement. 



Absorber range of products / Gamme absorbeurs 



SekoDry Humidity absorber Classic or Special metal 


Reference classic 


Reference Special Metal 


Weight (g) 
Poids (g) 


Dimensions (mm) 


Absorbs up to (g) 
Absorbejusqu'a (g) 


SD-HA 500C 


SD-HA 500SM 


500 


200X200X30 


300 


SD-HAIOOOC 


SD-HA 1000SM 


1000 


200X280X40 


600 


SD-HA 2000C 


SD-HA 2000SM 


2000 


250X330X70 


1200 


Options : Hook / Crochet 




Industrial desiccants : For all your specific needs, 
ex : inside packagings, powders protection, electronic goods... 
Activated clay or silica gel 

Dessicants industriels : Pour tous vos autres besoins, 

ex : interieur des emballages, protection des pulverulents, produits electroniques, 
Argile active ou gel de silice 



Desiccant range of products / Gamme dessicants 



SekoDry Desiccant 



Desiccant 



References 


Unit weight (gr) 
Poids unitaire (g) 


Dimensions (mm) 


Absorbs up to (g) 
Absorbejusqu'a (g) 


Classic 


Anti-static 


European units 


French units 


SD-D-80 


SD-D-80-AS 


2640 


250x330 


80 UD 


5 UD 


SD-D-32 


SD-D-32-AS 


1056 


200x280 


32 UD 


2 UD 


SD-D-16 


SD-D-1 6- AS 


528 


200x200 


16 UD 


1 UD 


SD-D-8 


SD-D-8-AS 


264 


120x170 


8 UD 


1/2 UD 


SD-D-4 


SD-D-4-AS 


132 


80x160 


4 UD 


1/4 UD 


SD-D-2 


SD-D-2-AS 


66 


80x120 


2 UD 


1/8 UD 


SD-D-1 


SD-D-1 -AS 


33 


80x100 


1 UD 


1/16 UD 
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